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PART 1 


itaryana Gover Inent 


Notifications and Orders 


HOME DEPARTMENT 

to be : x -officio Addtional Sessions Judge of all the other 

Sessions Devisions of the State to exercise jurisdiction 
GENERAL SERVICES 

its Court of Session under the said Code and as such for 

the disposal of and trial of such cases which may be 
CONFERMENT OF POWERS allotted to him by the Sessions Judges of the Divisions 

concerned . 
The 25th March , 1968 

No. 1161-6GS -68 6651 - A Under the provisions 
No. 1161-6GS -68,6651. in exercise of the powers of section 21 (1) of the Punjab Courts Act, 1918, the 
conferred by sub -section (4 ) of section 9 read with sub . President of India , ip kopsultation with the High Court 

section (2 ) of ection 193 of the Code of Criminal of Punjab and Haryana, is pleased to appoint each 
Procedure, 1898, the President of India, in consulta- Additional District Judge in the State of Haryana 
tion with the High Court of Punjab and Haryana, is to bc X -clicio Additional District Judge of all the 
pleased to appoint with effect from the date of the other Civil Districts of the State of Haryana from the 
publication of this notification in the official gazette date of the publication of this notification in the official 
each Additional Sessions Judge in the State of Haryana , gazette . 


The 28th March . 1968 


vo. GSR Const , Art.520 /Adnu (I) 68 / 7418.- ful water is of the power conferred by the previse to clause (3) 
of Article 320 of the Constitution of India and all other poners enabling him in this behalf. the President of 
India is pleased 10 make the following regulations further to amend the Punjab Public Service Commission (Imita 
tion of Functions ) Regulations, 1955 , namely : 


(1 ) These regulations may be called the Punjab Public Service Commission ( Limitation of Functions) 

Haryana First Amendment Regulations, 1968 . 


Price : 30 Paise 
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(PART 1 


( 2 ) In the Punjab Public Service Commission ( Limitation of Functions) Regulations , 1955 , in 

Schedule A , the following items shall be omitted , namely :- . 
" 44 District Family Planning Education Officers. 
45 Health Educators, 
46 Social Scientist lostructors . 
47 Health Education Extension Officers." 

SAROOP KRISHAN Chief Secy . 


19 


GENERAL ADMINISTRATION ( SERVICES) was appointed as District Development and Panchaya 

Officer, Rohtak , with effect from the 5th March , 1968 . 
The 28th March , 1968 
No. 1491 - S - 68 /7220. - On promotion , Shri Ram 

H.V , GOSWAMI, 
Singh Babmani, Assistant Director . Panchayats, Haryana . 

Deputy Secretary . 


HOME ( JAILS AND JUDICIAL) DEPARTMENT 


The 1st April, 1968 


No. 1486-6JJ.68 8804. The following officers on their promotions appointments bave taken over 
assumed charge of the posts as noted against them : 


Serial 
No. 


Name of officer 


Station at which 

taken over 


The post for 
which taken 

over 


Date of 
taking 
over 


Remarks 


2 


3 


4 


5 


6 


Rohtak 


1. Shri L. D.Guliani, offici.it 

ing Superintendent . Refor 
matory School, Hissar 


Officiating Suser- With effect 
intendent District from 23rd 
Jail, Rohtak October , 

1967 fore 
noon . 


On the revival of the post 
of the Chief Probation 
Officer in the office of the 
1. G. of Prisons, vice Shri 
R. N. Khanna , transferred 
and posted against above post 


Hissar 


2. Shri Trilok Singh Mann , 

Deputy Superintendent , 
District Jail, Hissar 


Against the newly created 
post of Deputy Superinten 
dent ( I) , at B. I. & J. Jail, 
Hissar 


Officiating Deputy With effect 
Superintendent, from 31st 
Grade 1 , at B. I. & October , 
J , Jaji . Hissar 1967 after 

noon ( ist 
November , 
1967 , fore 
noon ) 


The 4th April, 1968 


No. 15 (68 )-3JJ -68,9162.- , --? he President of India is pleased to order the following appointment 
in the Law and Legislative Department --- 


Serial 
No. 


Name 


Appointment 

as 


Time Scale 


With effect 

from 


1 . 


Shri Nand Kishore 


Officer on Special Duty 


Rs. 350 25--500 / 30--650 


1st April , 1968 
(forenoon ). 


P. N. BHALLA , Secy . 


HOME (POLICE ) DEPARTMENT 


Superintendent of Police, on return from leave to 4th 
H.A.P. Bn ., New Delhi, where he assumed charge of his 
duties on the forenoon of 1st March , 1968. 


The 27th 28th March , 1968 


No. 4264 / BC.) Posting . - The President of India 
pleased to post Shri Ram Narain , Officiating Deputy 


BHAGWAN SINGH ROSHA , 

Joint Secretary . 


LATE NOTIFICATION 


